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ATTENTION 


This document has been prepared for your 
exclusive use. It contains privileged and 
confidential information concerning your Group 
insurance Program. 
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ASHRAE GROUP INSURANCE PROGRAM 
PLAN PARTICIPATION 
As Of December 1, 2001 


PLANS 

CERTIFICATES 

ANNUALIZED 

PREMIUM 

Term Life (no cost) 

3,910 

N/A 

Term Life 

1,240 

$705,902 

High-Limit Accident 

137 

13,049 

Disability Income 

119 

76,264 

Catastrophe Medical 

87 

45,910 

Cancer Expense 

32 

5,769 

Medicare Supplement 

18 

38,226 

Comp. Major Medical 

11 

101,760 

Dental 

7 

660 

Member Assistance 

5 

1,949 

Total 

5,566 

$989,489 
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